Approved For Release 2009/04/10 : CIA-RDP80B01676R001 500090004-1 


F\!T$ V 

km l5i'iLl 




25 May 1966 


MEMORANDUM FOR THE RECORD 
Morning Meeting of 25 May 1966 
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^ — . i of ORR gave a briefing on the Soviet 

international air operations. 


R. Jack Smith 


. /reported that Secretary Rusk 

wi be traveling to Europe next week and that PCI will give daily 
intelligence support ^ 

Godfrey briefly noted the situation in Vietnam. It was 

Wh <■*! a mem ° ° n the effect the U * S * Stand in V ^nam had on 
outheast Asia m general would be sent to Mr. Moyers in the White 
House over R. Jack Smith's signature. 


Warfield reported that Admiral Mooreif CINCLANT, will 
on 8 June. He also noted the article in the New York 


visit 

Time s today on Air America. 


, . . , Earman reported briefly on the Walter Cronkite program 

last night from the Dominican Republic. 

Bross aoted a request from General Taylor that the latter 
6 briefed on the Soviet ABM program next Tuesday. 

, Executive Director noted that a nephew of Pat Coyne had 

been killed in an auto accident. He also noted a memo from the 
President on the use by the U.S. Government of its holdings of excess 

currency in various countries. (See Action item 1 ) He initiated a dis - 

cussion of the depth of briefings to be furnished to our BOB examiner. 
Bross suggested that this be the subject of a separate meeting and the 
Executive Director agreed. 


ACTIONS 


1. The Executive Director would like a report on what the 
Agency could do to comply with the President's memorandum on 
excess foreign currencies. (DDS by COB 3 June) 
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4. The DCI requested that the Executive Director brief 

on the question of the DCI's last appearance before the 

Fulbright Committee. 
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L. K. White 
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